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27 September 1956 


MIM)RAbDU14 FOR: ACTING DIRECTOR OF CENTRAL INTELLIGEt^CE 
VIA: Deputy Director (Plans) 

SUBJECT: Transinlttal of Cable from M r. Allen W, Dalles 
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Transmitted herewith is a memorandum to the Secretary of 
State for Acting Director of Central Intelligence, Lieutenant 
General C. P, Cabell’s signature. 


n ^-inier s'ar East Division 

Enclosure 1 
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